Fuel Pump Relay 
FUEL INJECTION (FUEL SYSTEMS) 
19.Fuel Pump Relay 
A: REMOVAL 


1) Disconnect the ground cable from the battery. 
2) Remove the glove box. <Ref. to El-39, REMOV- 


AL, Glove Box.> 











3) Remove the harness cover (A). 
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B: INSTALLATION 


Install in the reverse order of removal. 


FU(H6DO)-39 


